TACTICAL RESPONSE REPORT/Chicago Police Department 


1 DATE OF INCIDENT 

TIME 

2 ADDRESS OF OCCURRENCE 

3 LOCATION CODE 

06-MAY-2016 

1 09:32:00 

11845 1/2 S SANGAMON 5T CHICAGO, JL 60643 

200 




0, LAST WAWE 

BEASLEY 


Za. ADDRESS 11813 S MORGAN ST CHICAGO, IL 
60643 


33 WHERE WAS MEDICAL TREATMEMT OBTAENED? 

CHRIST 


3e, CHARGES PLACED 


21 FIRST MAME 

TERRICK 


IL 2&. TELEPHONE HO. 



DID NOT FOLLOW 
VERBAL DFRECTIOH 


PASSIVE RESISTER 


LLOW r —t 

ECTIOH I f 


STIFFENED 
(DEAD WEIGHT} 


MEMBER PRESENCE 
VERBAL COMMAHOS 
^ ^ ESCORT HOLDS 

tJ g WRtSTLOCft 

£ ARM6AR 

S yj _ 

^ m PRESSURE SENSITIVE AREAS Q 

CONTROL INSTRUMENT 

OC^CHEMlCAL WEAPON [ 

W/AUTHORIZATION 

OTHER _ 


■ OCfCHEMlCAL WEAPON AUTHORIZED BT (NAME) 


30. WAS SUBJECT ARMED7FIREABM - SEMI-AUTOMATIC, 
OTHER (SPECIFY} 

[^01 


oimQosf BLK 15-OCT-1994 511 160 


fl - SEMI-AUTOMATIC. 31 SUBJECT INJURED? 32. SUBJECT ALLEGED INJURY? 

Q(]3Mo ^OIVbs QpzNa 


35,CONDITION Pj Apparently Narmal 

03 HnspilplIzKl [ ] [M Not HospitfiliEfld 


QdNA 37.C0NO. 

19306429 


ASSAILANTrASSAULT 


IMMINENT THREAT 
OF SATT^RV 


PULLED AWAY 
OTHER _ 


ASSAILANTrBATTERY 


ATTACK WITH WEAPON F 


AHACK WITHOUT 
WEAPON 


OPEN HAND STRIKE | | 

' ELBOW STRIKE { | 

TAKE DOWN f EMERGENCY ,-j 


HANDCUFFING j_| 

CLOSED HAND ,-, 

OC CHEMICAL WEAPON j j 

STRIKE/PUNCH j_j 

CANINE 1^ 

IMPACT WEAPON 1—. 

TASER (Pnpbe Dl5ct»arg&) Q 

(□escrUjs m Sox 40) j_f 

TASER (Coritact Stun) Q 


TAS ER {S|Jarli Oifiplayed} | ~'| 



OTHER _ 


KNEE STRIKE 


IMPACT MUNITION 
{□escrbs In Box 4P) 


dO, ADDITIONAL INFORMATION 

BARSA .380 


[jj 02 Undei Irfluet™ 
P~| OS Rfl^used MadicflE Aitf 




absailant^deadlv force 


USES FORCE LIKELY TO 
CAUSE DEATH OR (Xj 

GREAT BODILY HARM 


other _ 


FIREARM 


41. WEAPON TYPE 

QQ 04 SEMI-AUTO PISTOL 

I I 01 REVOLVER 

Q 05 CHEMJCAL WEAPON 

1 1 02 RtFLE 

06 TASER (Probe DlBchargfr) 

1 1 03 SHOTGUN 

1 1 07 OTHER 



45. MAKE/MAHUFACTURER 
QLDCK, INC.^U- 


l49 TASER DARTID NO. 


54. SPECIAL WEAPON CERTtPtOATE NO. 


SO. WEAPON SERIAL No. (Include Letlara} 

APR636 


55 PROPERTY IMVENTORY NO. 


^ 46, MODEL 

17 


51, CHICAGO GUM REG. NO. 

RD35463S 


47. BARREL LENGTH 

4 


5Z. IL FIREARM OWHER ID NO 

17510653 


56. TYPE OF AMMUNITION USED 

57.NO. OF WEAPCWS DISCHARGED BY 

Departnnent Issued 

THIS MEMBER, . 

1 


46. CALfBER^GAUCE 

9 MM 


53. HANDGUN CERTIFICATE HO. 


Sa. TOTAL NO. OF SHOTS MEMBER 
FIRED - 


50. WHO FIRED FIRST SHOT □ [>3 OTHER (SPECIFY) 60- WAS FIREARM RELOADED 161. NO OF CARTRIDGES/ I 62. HOW WAS MEMBER'S HANDGUN WORN Hoa OTHER (Speclly) 
„ ^ DURING INCIDENT SHOT SHELLS - l„ „ 

gl member □02 offender □ 01 yes IS 02 mo | reloaded 3 | [S 01 RT, side (WAIST) O oe lt. side (waist) 

03. HOW WAS MEMBER'S HAMDGUN DRAWN □ 05 OTHER (Specrfy) 

1^01 STRONG SIDE DRAW □ 02 CROSS DRAW 


SPECIFY METKOCWeOUlPMEHT USED TO RELOAD 


66 . describe PROTECTIVE COVER USED (LIGHT POLES, DOORWAYS, CAR. FURNITURE, ETC) 

NONE 

68. PERSOM/QBJECT STRUCK AS RESULT OF THE DISCHARGE OF MEMBERS WEAPON 
g| 01 PERSON □ 02 OBJECT Q 03 BOTH Q 04 UNKNOWN 


S5 DID MEMBER USE SIGHTS 
□ 01 YES ® 02HO 


67. DISTANCE BETWEEN INVOLVED MEMBER & OFFENDER WHEN FIRST SHOT WAS FIRED 
□ Ot 0 - 05 FT. Q 02 05 -10 FT. ^ 03 10 - IS FT. □ 04 OVER 15 FT. 


S9. POSITION OF MEMBER DISCHARGING WEAPON ^ 01 STANDING □ 02 LYING DOWN 
□ 03 SITTING □ 04 KNEELING □ 05 OTHER (SPECIFY) 





NOTfFICATiONS (OC OR TASER INCIDENT); □ OEMC Q DSS & LT./DfST. OF OCCUR. □ CPIC 

NOTIFICATIONS (FIREARM INCIDENT): [g OEMC [33 DSS/DIST. OF OCCUR & OCIC ^ CPfC SI DET. DfV. 

Members wilJ ensure that all required notiffcatlans and all witnesses to this use of force are documented in the appropiate case report. 

73. REPORTING MEMBER {Pnnt Name) STARJEMPLOYEe NO ^IGMATUR^^^ 

ROSS, CHRISTOPH M 20513 

06-MAY-2016 14:51:50 _^_ 

Reviewing supervisor wifi ensure the legibility and completeness of this report and attest by entering the required information below. 


74. REVIEWING SUPERVISOR (Pnnl Na me) STAR NO. 

BARNES, MAURICE 2004 


D-11,3T7 {REV. 3/08) 


DAT^ REVIEWED TIME 

06-MAY-2016 15:04:43 


L 0 G#_^ 

Attachment 



1612704194 HZ253344 


















































LIEUTENANT OR ABOVE/OCIC REVIEW 

■mE OM-CALL 3NC1DENT COMMANDER {OCIC) WILL COMPLETE THE REVIEW SECTION FOR 1 ) ALL IMCIDEMTS INVOLVING THE DJSCHARGE OF A FIREARM BY A DEPARTMENT MEMBER. 2.) ALL INCrDEWTS 
INVOLVING THE SERIOUS INJURY OR DEATTH OF A MEMBER OF THE PUBLIC SUBSEQUENT TO INTERACTIONS WITH A DEPARTMENT MEMBER; Sr) ALL INCJOENTS [NVOLVIHG THE OISCHAftGE OF IMPACT 
MUNITIONS BY A DEPARTMENT MEMBER, 4.) ANY LESSER USE OF FORCE BY A DEPARTMENT MEMBER WHEN THAT USE OF FORCE STEMS FROM THE SAME INCIDENT DESCRIBED HERE IN 1 THROUGH 
3 

THE ASSIGNED INVESTIGATING SUPERVISOR THE RANK OF LIEUTENANT OR ABOVE FROM THE DISTRICT OF OCCURRENCE WILL COMPLETE THE REVIEW SECTION FOR ALL OTHER INCIDENTS. 


Tr3UEJeCT^STAT£SrRES!RDlNGTHEUSEOFFSRC^^^^^^^^^^"^TNr™™™"*^^^^RERJS^ 

Unable to interview, subject currently in surgery at Christ Hospital, 




INTERVIEW NOT CONDUCTED (Specrfy RepsmiJ 


76, UEUTENANT OR ABOVBOCIC RATIONALE FOR BOX 77 FINDING 

U#16-6 

As of this report no further action by the undersigned is required. Investigation into this incident is ongoing by the Area South Bureau of Detectives and 
appropnate crinrinal charges have not yet been determined. Based on the facts available at this time, It is the preliminary f rding that Officer Ross acted in 
compliance with department policy. 


77 LIEUTENANT OR ABOV&OCIC FINDING BASED UPON CURRENTLY AVAILABLE INFORMATION; 


^ I HAVE CONCLUDED THAT THE MEMBER'S ACTIONS 
WERE IN COMPLIANCE WITH DEPARTMENT 
PROCEDURES AND DIRECTIVES. 


□ E HAVE CONCLUDED THAT FURTHER INVESTIGATION IS REQUIRED 


LOG N0./CRN0._ 10S04-I7 _OBTAINED 


7e. UEUTENANT OR ASOVE/OClC {PTinl Name) 


SJGMATURE 


DATE COMPLETED 


TIME 


PENA. MARIA C 


7« TOTAL TRR^ THIS EVENT No 



06-MAY-2016 15:17:05 


1 










